ST.  THOMAS  MOORE  CHURCH 
Somerset,  Mass. 

Located  on  Luther  Ave.,  Somerset,  Mass. 
Established  in  1949.  A  new  Church  was 
built  in  Nov.  1966,  to  accommodate  a  higher 
concentration  of  families  in  the  Somerset  area. 
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